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December 4, 1969 


IE 


Nr. Harold Wei 8 berg 
Coq d'Or Press 
Route 8 

Frederick. Maryland 21701 
Dear Mr. Weisberg: 

In respone® to your letter of November 24, we have 
reviewed our copy of the death certificate, which la also 
a poor reproduction of the original. 

It la our opinion that the words after "Immediate 
Cause" are "Oun Shot of Brain." The signature appearing 
on the document la that of Kemp Clark, M.D. 

Our file simply does not contain the other Information 
or explanation? you requested. 


Very truly yours. 


I 




Thomas J. Kelley 
Assistant Director 
Protective Intelligence 


bcc - Dr. James B. Rhoads 

ArcbivlBt of the United States 
National Archives Building 
Washington, D. C. 
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